VOL TMETER-RECE | VER FISH TANK 


RYCOM 2174 FREQUENCY 
SELECTIVE VOLTMETER 
covers 0 to 420 Khz 
in 6 bands. Used as 
low frequency recei- 
ver by government. 
Selective bandwidth: — : 
100 hz, 3 Khz, 10 Khz. Sensitivity: .0003 
rms @ -70 db to 30 v. rms @ +30 db. With 
monitor selection for AM, LSB, USB, BFO 1, 
& BFO 2 signals. Control for balanced or 
unbalanced line of 135 ohm, 600 ohm, or 
bridge type. Includes built-in speaker and 
headphone jack. Power required: 115 vac 
60 Hz. Size: 9x19x7 Shpg. wt: 25 lbs. 
Price: Used, reparable $95.00 Checked $125.00 


AN/USM-140C OSCILLOSCOPE 
is a general purpose, 
high-speed, lab type 
scope featuring DC to 
30 Mhz vertical band- 
width, dual-trace capa- 
bilities, and a 5" dis- 
play. Vertical sensi- 
tivity 50 mv to 20 mv/ 
cm. Internal Sweep: 0.1 u-sec/cm to 5 sec/ 
-em in 24 ranges. Sweep Magnification from 
X1 to X100 in 7 steps. Horizontal band- 
width: Dc to 1 Mhz, 0.1 v/cm to 10 v/cm 
| sensitivity. Input Impedance: I megohm 
shunted by 30 pf. Calibrator 1000 Hz square 
wave with 1 u-sec rise and decay time; 
| Voltage: 0.2 mv to 100 v. pp. in 18 ranges. 
With beam finder; MX-2930B dual trace’ and a lenge 
MX-3078 aux. time base plug-ins included. COLLINS RECEIVER 
| USM-140C accepts all 162 and 166 Series 
Hewlett-Packard plug-ins for added versa- 
Rea ty: s Power required: 115/230 vac 50- 
440 hz. Size: 144x19x22%, Shpg. wt: 100 1b 
Price: Used, reparable $375 Checked $450 


FISHTANK of ELECTRON- 
- IC COMPONENTS, origin- 
ally part of video 
tape recorder-player. 
Consists of demodula- 
tor, servo amp, drop- 
out compensator, pre/ 
post processor, and 
. AC power supply. Hun- 
“49 dreds of parts includ- 
” ing IC's, FET's, tran- 
sistors, toroidal 
coils, capacitors, 
resistors, etc. 
Paver ene output: =-12 and +12 VDC 1 amp 
regulated; 5 v. 1 amp unreg. Transformer 
secondary of 2/20 v. 2 amp and 5v. 2 amp. 
Size: 14x12x6% Wt: 15 lbs. Unused, $19.95 


< 


DIGITAL DISPLAY 
. ID-953 DIGITAL 

| DISPLAY; six 
Burroughs 8421 
(B-5092) NIXIE. 
Amber~=colored 
filter; BEZEL marked hours, minutes, sec- 
onds. Has two Amphenol 57-40500 connec-— 
tors (mates not available). With two 
spare 8421 NIXIE. 3%"h x 4"d for standard 
rackmount. Price: Unused, $39.95 


COLLINS 51J-4 RECEIVER, 
¥0.5 to 30.5 Mhz in 
,; thirty bands, I Mhz per 
lband. With wide 6" 
|| linear scale, this unit 
7, is tuneable to any AM 
e signal in its range in 

erence megacycles or kilocycles. The 5lJ-4 
features five step-crystal selectivity, a 
calibrated "S" meter, and separate controls 
for crystal phasing, BFO crystal calibrator, 
AVC noise limiter, and antenna tuning. 
Mechanical filters 1,3,6 Khz. Audio Out- 
put: 1.5 watts into 4 or 600 ohms. Power 
required: 115/230 vac 50-60 Hz. 
Size: 10%x19x13  Shpg. wt: 55 lbs. 
Price: Used, reparable $350, Checked $400. 


AN/USM-105A OSCILLOSCOPE with dual-trace 
plug-in; same as the USM-140C scope except 
has vertical bandwidth DC to 15 Mhz; Sensi- 
| tivity: 20 mv/cm to 20 v/cm. Units have 
some "pitting" from corrosion on the front. 
Price: Used, reparable $300. Checked $375. 


TELEPHONE 


I-142/PTM-6 TELEPHONE 
TEST SET, designed to 
measure electrical char- 
acteristics of telephone 
and related equipment. | 
Unit provides the follow|@, 
ing test circuits: : 
1. Sound source for mi- 
crophone and receiver 
performance; 2. Measuring circuit for elec- 
trical output of mics and rec. in effici- 
ency test; 3. Capacitor test for leakage 
resistance; 4. Generator test; 5. Ringer 
test; 6. Insulation test; 7. Dial test in- 
dicating percent of pulse period; 8. Con- 
tinuity test; 9. Instrument tests including 
a 600 ohm circuit for battery and sound- 
powered phones; a 24v. 361 ohm DC res. 320 
ohm AC circuit for common battery phones; 

a 24 v. 361 ohm DC res. 3 v. 4 ohm DC res. 
impedance matching circuit of 30, 60, 75, 
150, & 300 ohms for carbon mics; and imped- 
ance matching of 128, 256, 512, 1024, 5K, 
&10K ohms for rec. and magnetic mics. With 
meter, scales -10 to +6 db and 0 to 100 vdc. 
Operates from external battery source of 
Ska 2a yee LS 5. .vde'. (Less Batteries) 
Gray or black face, whichever is available. 
Size: 19x12x9 Wte 48 lbs. Used, $49.50 


TV-2/U DYNAMIC MUTUAL CON- 
DUCTANCE ELECTRONIC TUBE 
TESTER for portable use. 
Used to test and measure 
performance capabilities 
and to determine rejection © 
limits for electron tubes 
used in receivers, low= 
powered transmitters and 
other electronic equipment 
Has provisions for check- 
ing tubes up to 9 pins in- 
cluding acorn, noval, 7 
pin trans., etc. Meters 
24" for reading filament, 
grid, plate, screen, sig- 
nal and transconductance (percent quality) 
which is 10,000 ohms per volt. All the 
important tests can be made on this unit 
and it will also test tubes under the 
~actual operating conditions by setting the 
proper voltages that are indicated on the 
meters. Power required: 103 to 125V.; 50 
to 1600 cycles. Size 173/4x16%x8% 

shpg. wt: 45 lbs. 

Price:used reparable $75.00 Chkd $95.00 


» TRANSISTORIZED O'SCOPE 
| Ee T4214A, 5 inch oscil- 


loscope has the following 
controls:Focus,Brightne 

r a Astig,Signal shift, 
jeee °° input atten V/DIV,Time 
T/Div multiplier; x.5,1,2;time 
/Div 1,10,100,1K,10K used;T base Hd ee: time 
base defl(ext/int); Free run/single shot. 
Inputs; sig,ext intensity,TB trigger, TB 

amp. Uses the following circuit cards: pre- 
amp,Signal deflection amp,time base,intensity 
mod,sweep amp. Also has provision for signal 
delay, trigger pick-off, trigger delay, but 
cards are not available. Power req 115 V 

60 hz OR 12VDC lamp. Uses European transistor 
and components but nothing appears to be 
critical. The sweep is from top to bottom but 
can be changed. Uses 5CLP11 CRT. Voltage on 
deflection plates, sweep 0 to 20,signal -10 
to +10. Freq. response est 300KHZ-limited by 
deflection amp. Condition used reparable, 
good CRT, no case’ or power plug,slightly 
bent frame. 25"Dx17"Wx9"H, wt 44 lbs, shpg 
wt 60 lbs, Cannot be sent UPS or PP $75.00 


SUPPLEMENT To 
CATALOG No. 75 


IF YOU DO 
NOT HAVE 


-TV-2 PARTS: meters, sockets switches, trans- 
formers, etc. available. Write your needs. 
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OSCILLOSCOPE 


HEWLETT-PACKARD 150A OSCIL- 
LOSCOPE with H-P 152B dual- 
trace plug-in; General pur- 
pose scope has a DC to 10 
Mhz vertical bandwidth and 
a 5" display. Vertical 
Sensitivity: 50 mv/cm to 
50 v/fom. Sweep Time: 0.1 
u-sec/cm to 5 sec/cm. Sweep 
— magnification Xl, X5, X10, 
X50, X100. Horizontal Sensitivity: 0.2 v/cm 
to 5 vfem. Calibrator 0.2 mv to 100 v. 
Power required: 115/230 vac 50-440 hz. 
Size: 16x14x23% Shpg. wt: 100 lbs. 
Price: Used, reparable $250. Checked $300. 


PROGRAMMED TUBE TEST T-195 TRANS. ASSY. 


HICKOK 123A TUBE TESTER, VFO-MASTER OSCILLATOR From 
A SEMI-AUTOMATIC UNIT THE T-195 TRANSMITTER; 
UTILIZING PUNCH=CODED GENERATES FREQUENCY OF 1.5 
PROGRAM CARDS TO TEST To 3 MHz. Has 5749 osciLLta- © 
VACUUM TUBES. UPON TOR TUBE AND 5749 BuFFER- 
PLACING THE APPROPRI ATE AMP TUBE. WITH $x3/16" DIA. 
CODE CARD IN SLOT, A SHAFT. 2&X34x7, wt: 5 LBs. 
TUBE'S CHARACTERISTICS VFO/T-195, REMoveD F/EQUIPMENT, 


ARE AUTOMATICALLY ANAL~ 
YZED AND EVALUATED ON A |) EXCITER STAGE FRom T-195, 
PANEL METER WITH SCALES: “gages 9 ce USED TO AMPLIFY VFO OUTPUT 
O-|00 AND GooD-REPLACE ee AND SUPPLY DESIRED TRANS= 
(LEAKAGE); REPLAcE-Gooo (quaLity); AND OK- MITTING FREQUENCY TO POWER 
TaL, 4, 5, 6, 7-PIN, NORVAL 9, 7-PIN MINI A= |.5-3), (3-6), (6-12), ano 
TURE, SUB-MINIATURE, WITH NO LESS THAN [600 }2-20) faz. WITH TUBES . 
TEST DATA CODE CARDS. SOLD as "RECEIVED 6AU6, 2/6AK6, ano 5763. Size: 
FROM GOVERNMENT=~NOT CHECKED." POWER RE- Asx x8, 12 Las. EXC/T-195, 
utrReD: 115 VAC 60 Hz. Stze: 30xl4%x104 

ni VARIABLE CAPACITOR, 13.5- 
77.8 MMF ONE SECTION; 


: 100 ces. USED, NOT CHECKED $50.00 , 
99.6 MMF THE OTHER. 6.094" 


AIR GAP. WITH £xd" DIA. 
SHAFT. S4xI1SX3 OVERALL. 
C-221/T-195 $3.95 


rags ATT 


TEKTRONIX 545A OSCILLOSCOPE 
with DC to 30 Mhz vertical 
bandwidth. Has the versa- pun 
tility offered in the TEK 
"letter" and "1" series 
plug-ins, delayed sweep, 


chide) veueieal Gaecasete al = 10 TO 100 MHZ CONVERTER 


istics depend upon the 

plug-in used. Horizontal NORTHEASTERN |4-21C FRE- 
Sensitivity: 0.1 u-sec/cm : QUENCY CONVERTER; 10 To 
to 12 sec/com (time base A) and 2 u-sec/cm to] 100 MHz coUNTER PLUG-IN 

1 sec/em (time base B). Sweep magnification | EXTENDS FREQUENCY RESPONSE 
of X5. Delay Range: 2 u-sec to 10 sec/cm. oF NORTHEASTERN |4-20C, 
Amplitude Calibrator: 1000 Hz squarewave, 
0.2 mv to 100 v. SOLD LESS PLUG-INS. 

Power required: 115/230 vac 50-60 hz. 
Size: 17x13x24, Shpg. wt: 80 lbs. 

Price: Used, reparable $500. Checked $600. 


oe 


VARIABLE CAPACITOR, 25-485 
MMF ONE SECTION; 23-437 mmr | 
THE OTHER. 0.03" AIR GAP. 
» WITH Gears [3 pla. ano 5/8" 
DIA. 43x3x4t OVERALL. 
C-222/T-195 £4 


TERS. BEIGE; wt: 10 Les. 
PRice: USED, REPARABLE $35.00 


GENERATOR 


/TS-403 SIGNAL GENERATOR, 
SIMILAR TO HEWLETT-PAc- 
KARD 616B; |.8 To 4.2 Guz 
| DIRECTLY CALIBRATED. DE- 
SIGNED FREQUENCY CALIBRA- 
TION -1%. OUTPUT RANGE 
oF | MW oR .223 Vv. To 
O.| U-v. INTO 50 OHM 
Sac LOAD 1S DIRECTLY CALI- 
BRATED AND CONTINUOUSLY MONITORED. INTERNAL 
MODULATION 40 To 4000 Hz; ExTERNAL PULSE MOD. 
REQUIREMENTS 40 To 70 v. POS. OR NEG., WIDTH 
| U-Ssec To 2500 u-sec; MAY BE SQUAREWAVE 
MODULATED. PoWER REQUIRED: 115/230 vac 
50-1000 Hz. Size: |74x!32x134 wr: 65 Les. 
PRicE: USED, REPARABLE $150.00 


SIGNALING SYSTEM 


ANTENNA TUNING VARIABLE 
CAPACITOR, 20 To 400 MIE 
0.03" arr Gap. WITH 5/8" 
XE" DIA. SHAFT. 4x|-5/8 


x] OVERALL. 
C-1003/T-195 $3.95 


MS = AN/USM-81 OSCILLOSCOPE, similar 
6 @- to Tektronix 535, not Tektronix 
‘© @: manufacture. DC to 11 Mhz, twc 
—~ -\.'* time bases. Accepts TEK and 
9@@: cimilar "letter" and "1" series 
é @2 plug-ins. Sold less plug-ins. 
@ @* Shpg. wt: 80 lbs. Used. 
seae** Reparable, $275. Checked $350. 


R-390A/URR RECEIVER, 0.5 to 32 Mhz read di- 
rectly on counter type indicator. Wt: 90 lbs 
Price: Used, reparable $450. Checked $600. 


R-392 RECEIVER, 0.5 to 32 Mhz read directly 
on counter type indicator. Requires 24 VDC | 
@ 3 amps. Shpg. wt: 70 lbs. Checked $195. 


TEKTRONIX TYPE OSCILLOSCOPE PLUG- 
; IN UNITS for use with Tektronix 

/ 530, 540, 550 series and similar 
_Mmanufacturers' scopes. Sold as 

' "used, reparable-complete." Add 
m $5.00 for Tektronix mfg. unit. 

| TYPE B Wide band, High gain, $35. 
eo mwa TYPE D High gain DC diff., $40. 
TYPE H Wide band, high gain DC preamp, $45. 
TEK TYPE G Wide band DC differential, $45. 


TEK TYPE P or 84 Sample test, each $45, 


TRANSISTORIZED AUDIO MODULE FOR | — 
USE IN R-O92/URR RECEIVER AS THE 
V-608/26A7GT, PLUGS INTO SOCKET. | 
USED CHECKED $20; REPARABLE $10 | 


TEKTRONIX MFG. 


524AD Television Scope, DC-10 MHZ 
markers, sweep delay $250.00 

532 DC-5 MHZ, 0.2 u-sec to 5 sec/cm 
sweep, uses "letter" series plug- 
in (not included) $225.00 

541 DC-30 MHZ, 0.2 u-sec to 5 sec/cm 
Sweep, uses "letter" series plug- 
in (not included) $350.00 

570 Electron Tube Curve Tester $300.00 


2.7-|0.8 PF,20 PLATES BUTTERFLY,SC. OR. 
OR KNOB, |‘ XeX= 7160-21 | 
2.3-|4 PF,15 PLATES, SC. _DR. OR KNOB, a 
Ixixi, #160-107 75 
3-15 PF EA. SEC. DUAL. SPLIT STATOR, WITH 
COIL 6 TURNS, TUNES 150-300 MHz de 
|x2x!%,e"sH. 7351-1053 ree Aleae Wig ha: 
3-|5 PF -EA. SEC. 2 KV. SPLIT STATOR: liam nes 
PL. EA. 3xIxId,3"SH.fHFD-15X 1.95 | 
4-25 PF EA. SEC. IKV. SPLIT STATOR, /PL, SH Lie 
EA.SEC.3x1xI4,3"SH.#HFD-25 | 2.25 | 
3-32 PF 28 PL. sc.DR./KNOB SHFT. 3" oe |e 
l2x£x4 #160-130 1.00 


PR Bee eer oe v7 DUPLEX SIGNALING UNIT DsU-2 
513D DC_20MEZ, .01 to 1000 u-sec/om Les Bree ar i 2 ta aa ee REGS RST 
sweep rate generator $225.00 ps me bd 7A75 ae cae iee See |.5-5 PF,5 PL. sc. oR. |XEXS#160-102-2 
Ee #/ FOR LAND LINE,POWER LINE 


OR RADIO SIGNALING.REC. CAN BE ON SAME OR DI 
FFERENT FREQ. CH. CNT. FRE 2000-3500 © |00Hz 
INTER.KEYING SPEED |4-2| P-pPER-SEC. TRANS. 
ouTPUT 600 OHM. REC. 1NPUT 600 oHnM. POWER 
REQ. 105-125v. 50/60Hz, FoR 19" Rack MOUNT. 
W//TuBes 2/12AU7,2/6AG5, |/6AL5, 1/5964 (RELAY) 
|/5Y3 ALSO 2 SEPARATE ASSY. LAMP PANEL ASSY. 
w/puzzer & VOICE BAND FILTER PANEL. 

SiZE: 33x19x8 , oTHER uNITS |8" DEEP. wt:50LK 
HAMMARLUND DSU-2M w/maNuat unusep $24.95 


HUGHES 105A MEMOSCOPE, wideband pre-amp, 
-l u-sec to 10 sec/div, $495. 
SIMPSON 458 COLORSCOPE, DC to 4.5 Mhz, 


Reparable $75.00, Checked $125. COLLINS 250 5-40 MMF 2 KV. || PLATES, 2x2x|£,SHFT aS ee. 
DUMONT 401 DC to 500 Khz, 5 u-sec to she L 6-50 PF | bxay4||1-6/0910- 199-8) ae a ; 
-25 sec/em sweep, Checked $125. £ mee COLLINS 250 KC [.F. cts 18: Ne ; 67-003 4aXls 5.95 
s WITH MECHANICAL FILTER KC : ime [Sh 
DUMONT ;304A! OSCLLLOSCOPE 3.35 Kc,6.7 kc wine, 3/5749 & | 4+7-55 PF eee Ae Lexlaxlas SHFT Ret | 
general purpose scope F2/5726 tues. p/o 6185 ser. ee materia! : 


that enables rapid, accu- 
rate amplitude measure- 
ment of any portion of a 


10-100 MMF | kv. ouAL,sPL. stator, 32x 
7 er ene #59 0- 186-7234~ 3.50 | 


heard Dea 3 Wess 
7-100 NNF 2 kv. 28 pL. S&xIExl8, suet 


#$582|-505-2602 unusen $9.95 


0 to 1000 volt signal |/4x1/4. #31944 3.9544 
from DC to 100 KHZ, -use- 9-150 WKF 500 voc 38 pL. 2 HOLE MTG. = sd] 
ful to above 300 KHZ. 


laxl4xl;surtaxe #APCI40B «4.25 | 
15-425 MMF DIFFERENTIAL 500 voc, DUAL 


STATOR 30 PL EA. ROTOR 3O PL. eu 
38x lExl¥, SHFT.4x3#149-315-3 4,95 We: 


ATTENUATOR oe 


ATTENUATOR SLIDING | 
SCALE TYPE 30 To 450 MHZ] 
3" SLIDING ADJUSTMENT, 


Features large 5ADP type 
cathode ray tube and 100 
millivolt full scale ver- 
tical sensitivity. Sweep 
frequency range from 2 to 
30,000 HZ. Extra-Low 
frequencies possible by attaching external 
Capacitance to terminals. Maximum sweep 
speed with sweep expansion is one inch per 
microsecond. Input impedance: 2 megohms 
paralleled by 50 UUF. Power required: PIES, 
230 VAC 50-400 HZ. 9x13x19 wt: 65 lbs. 
Price:Used Reparable $50.00 Checked $75.00 


OSCILLATOR AMPLIFIER ASSEMBLY; 
witH |/726B KLYsTRON ano 2/7/7A 
TUBES THAT WERE DESIGNED TO BE 
USED IN THE 2800-3000 MHz RANGE 
WESTERN ELectric Assy.#D-1508/5 
$1ZE:6x53x4; wt: 5 ces. 
PRice: UNUSED $|2.95 


MYLAR COMPUTER TAPE \/2", IZ MIL, 
2400 FT. REEL, IN LOCK ToP Box FoR 


DUST FREE STORAGE, MAY BE USED FOR io s 52 OHM CABLE 20" LG. W/ 
AUDIO OR VIDEO . USED. 3 LBS. G/ ms PL-259 EA. END, ATTENUA 
1on 30 dB To 100 os. #2 ei a: 
e. & 


URC-AmMPEX 838 oR EQUAL $2.95 a 7396-7 use $4.9 


MINIMUM ORDER $5.00 ee. 
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Di ajz, 


| & 
New MoToRoLA MRTL DIP IC's. MC 723,724 
Mm 725,789, 799,792 mixeo 9/ $2.60 


OPCOA LED .331N. SLA-1 0-9 w/pecIMAL oR 2 
SLA-2 PLUS, MINUS, ONE. cHoIce 6/ $5.00 fii 


ms PRIPLETT AC ADAPTER 


5.8vpe 310MA WHEN 


USED WITH EXTERNAL CAPACI TOR(NA) 3/$5.00 
PRINTED CIRCUIT BOARDS w/1.c.,D100Es, [A 
TRANSISTORS, CAPS. ,SM.PTS. ETC.3/4tB $5 


Mee TRANSISTOR CIRCUIT BOARDS W/TRANSISTORS 
5 DIODES,RES.,CAP., SM. PTS. ETC 4 1B $ 


CIRCUIT BOARDS,wiRED TYPE,W/LG. LEADS, 
RES.,CAPS.,POTS.,SOC., ETC. 20 LBS $5 | 


7 SOLDER, ROSIN-FILLED 63/37 attoy .050 
Wem OIA. 9 OZ. $ 
MINI-BOX; 2 pc. 6x4x3, 
sw,2/5-16, 1/,3/3-16 & 8 


REC-TRANS CHASSIS; SOLID STATE FOR, USE 
IN BROADCAST BAND,22x6x|,No/case $2.00 


W/HOLES FOR SLIDE 
Wie HOLES$| .00 


SENTRY ALARM; BUZZES WHEN PIN IS PULLED Big) 
9 VOLT BATT. 00 fas 


$1. 


CLEAR PLASTIC |/4'* PLASTIC TaPE REEL 7" 
2 FOR $1.00 


SIZE 22x8xl%, REQ. 
11 


PLASTIC MITTENS 12 parr $1.00 ele 


Mm TOGGLE SWITCHES; spst, cut-orrs 5/$1.00 


PUSH SWITCHES; sest, NoRM/opeN 5/$1. a 


ee@ PUSH SWITCHES; sest, norm/cLoseo 5/$| 


SLIDE SWITCHES ;2PST & IPDT 5/$\. FRG 


oe CONTROL BOX; w/swiTcHES IEA. DPDT,DPST, 
Ae Spst acso 3 PILOT Lites w/auces $1.00 


FELT FOOT MOUNTING; 3/4" DIA. FT. MTG. 

stuD I" Le. 8/32 THREAD 12 For $|.00 

19 FELT FOOT MOUNTING; DIAMOND SHAPE ROUND 
eam ED CORNERS, 12x124,8/32 HoLe 12 For $1.00 


CORD EXT MesaCOND 
& FEMALE EA. END. 


18. 


|5 FT. MATCHING MALE >A 
my 20 
| CORD; 5 cono. 20' te. 5 PRONG PL.ONE ENO 
2 (MIGHT 8E FoR B&H SLIDE PROVECTOR) $1, 


COILED CORD 2 CONDUCTOR; 50" re E > 5 
10" STRETCHED, No PLUGS. eb 22 


2 'CABLE; 4 COND. FLAT WITH SWITCH AS USED 
mia ON ELECT. BLANKET, 25! La. $3.0 
CORD; 2 PHONE PL.3 COND. COM. HOLDER |" a 
cNT.{5' caBLe,4 cond. JPR. SHIELD. ve 24 


25 LINE CORD; WITH RETRACTABLE GND. PRONG, 
wy /' LG. RUBBER coveR. (Gov'T suRPLUS)$]. 


CORD; RETRACTABLE GND. AC PL 
‘ Ue oN ENO, 
HEAVY DUTY COILED 18" La. 3 conn. $2. [aaa 


27 LINE CORD; sTANDARD,MOULDED PLUG 
aie TINNED ENDS, 2 conn. # 18 3 FoR 

PHONE PLUG 3 CONDUCTOR, on 24" a | 
CORD RETRACTED, 48" sTRETCHED. $1 00 26 


NON~Sk | D RUBBER TURNTABLE MATS, | 
Dia. |e" CENTER HOLE. 2 FOR $l. 


MIXED HARDWARE,SCREWS,NUTS WASHERS ETC. 0 
REMOVED FROM EQUIP. ALL USEABLE 5iBs $1 3 


PLEASE ORDER BY NUMBER: ITEMS CAN NOT BE PUR- 
CHASED IN QUANTITIES LESS THAN INDICATED. 
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$1.00 
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MULTIMETERS 


| MULTIMETERS, MeRcuRY AND JACK- 
SON MANUFACTURE. MOUNT IN 22" 
DIA. HOLE. OTHER SIZES AND 
ou SCALES AVAILABLE, BUT NOT 
- Bie LISTED. WRITE YOUR NEEDS. 


MERCURY 1700, FS#200 ua. Scates: OHMS; 0 To 
{5-50 voLTts Ac-0C; 0 To 40-140 V. p-p.3; 0 To 
1.5-5.0 VAC; -20 To +5 op and -I10 To +15 be. 
Size: 6" w 


X 43" n. $9.95 


MERCURY 1800, FS=50 ua. 20K oHM/voLT DC AND 
5K oHM/VOLT AC. Scates: OHMS; 0 To 10-50-250 
DC V-Ames; 0 To 2.5-10 VAC; -20 To +10 oe. 
Size: 6" w X 43" a. $9.95 


MERCURY 301, FS= 50 ua. ScaLtes: OHMS; O To 
|5-75-300 votts AC-DC; Bap-WeEAK-Good RECEI- 
VING TUBES; BAD-REACTIVATE-GooD CRT; .00I To 
-O MFO. AND .| To 80 Mro. Cap. 6x43, $9.95 


JACKSON, FS=200 uA. Scates: OHMS; 0 To |.5- 
-O VDC or V. RMs.3 0 To 40-140 V. p-P; 0 To 
5.0-14 V. RMS oR P-P.; 0 To |.5-4 2 V. RMS OR 

P-p. Size: 6-7/8" w X 5" Hw, $10.95 


a TUBE TEST METERS 
om | TUBE TESTER METERS, Mercury 


eee _ MANUFACTURE. VARIOUS OTHER 
Ne, | SIZES AND SCALES AVAILABLE, 

5 | BUT NOT LISTED. WRITE YouR 
) NEEDS. 


MERCURY, FS=5 MA. GcaLes: REPLACE-\EAK-Goopd 
AND QO To 100. 7x54, mounts tN 28" HoLe. $97.95 


MERCURY, FS=! MA, Scace: 0 To 100 aNnD Bap- 
WEaK-Good. 3+3/8x3, mMounTs IN 22" HoLe. $5.95 


MERCURY 990, FS=| MA, Scace: 0 To 100 ano Bao 
?-GooD. 28x2¢, MOUNTS IN 2" HOLE. $4, 95 


MERCURY 1000, FS=I| MA. Scaces: O To SK-25K 
GM; Bao-Weak-Good; OK-BAD GAs. 

Size: 4$x4-1/8, mounts tn 28" HoLe. $6.95 
Scates: 0 To 5K-25K 


MERCURY 2000, FS=I MA. 
GM; Bao-Weak-Gooo EM; 0 To 200 Beta TRANSIS- 
TOR GAIN; OK-Bapd Gas. 43x4-|/8, 22" mt. $8.95 


COPY LENS 


EDNALITE COPY LENS with 8" 
FOCAL LENGTH, F95.6 APERTURE. 
COATED LENS HAS FOUR ELEMENTS. 
MAGNIFIES APPROX. 3X3 GREAT 
FOR OPTICAL EXPERIMENTS ETC. 
MADES UN U GaAs niet DitAem crea tle 
EDNALITE #245, Unused $3.95 


STEPPING SWITCH 


STEPPING SWITCH WITH ELECTRIC 
RESET, |15 vo_t 60 cyYc., CAN 
$ BE MODIFIED FOR |7 CONTACTS 

mee «COR «CLESS. 
MOUNTED ON PLATE 4% x 33, 2% 


HIGH. WT: |# LBS. 
MILLER #1099288 new $4.95 


RELAYS. 


RELAYS, PoTTER-BRUMFIELD MFG. 
KR-5786, SPDT, 115 VAC 60 Hz, wi TH 


OCTAL BASE. e 
KR=5737, DPDT, 115 VAC 60 Hz, wiTH 


OCTAL BASE. A 
KH-4695, 115 VAC 60 Hz, 1/10 HP, 
3 amp 28 VDC RES. WITH 
SOLDER TERMINALS. $2.95 TH 
KH-4703, 24 VDC 3 amp, I/10 HP; 115 V. & 28 
VDC 8 amp RES. SOLDER TERM. $2.95 


READ-OUT 


TELEREGISTER READ-OUT, Im- 
PULSE COUNTER RACHET TYPE 
NUMBERED O-|-2-3-4-5-6-7+8-9. 
I** HIGH NUMERALS ON ROTARY gigtgeeucse sy ‘ 
DRUM OPERATES FR’ |2 VDC saver 
WITH RESET. UNI: MAY BE GANGED. NUMERALS 
YELLOW OR WHITE (NO CHOICE) ON BLACK BACK- 
GROUND. Size: S&xl£xl4; Wr: 14 ves. 
TELEREGISTER K-|, $1.06 EA., SIx FoR $5.00 


GRAB BOX ASSORTMENT OF NEW & 
USED,USEABLE ELECTRONIC ITEMS. 
SUCH AS PARTS , ASSEMBLIES, 
RESISTORS, CONDENSERS, TRANSFORM= 
ERS, CHOKES,COILS,CONTROL BOXES 
CIRCUIT BOARDS, CHASSIS,MOTORS 
y ETC. SOME OF THESE ITEMS MAY BE 
ON OR OFF THE ASSEMBLIES. 
$ PACKED IN CARTON AND THE WEIGHT 
a WILL BE AT LEAST SO LBs. 
A GOOD FILLER WHEN YOU ARE BUYING OTHER ITEMS 
AND YOU DO NOT HAVE ENOUGH WEIGHT TO MAKE THE 
MINIMUM MOTOR FREIGHT CHARGE OF 150 he at 
GRAB BOX NO.75 50 tes. $6.00 100 Les. $10.00 


TIMER BONANZA 


TIMER CONTROL P/o viDEO TAPE 
SYSTEM, TIMER MOTOR |1|5V 

50-60 Hz w/sPDT CONTACTS 

up To 8 HouR DELAY. |8v200 
MA TRANSFORMER, CIRCUIT CARD @* 
WITH RECT, CAPS, TRANSISTOR 2 
SPST RELAY, SLIDE SWITCHES “am 
SPDT CENTER OFF, vet MICRO™ 
switch SPST. 3L8s. $8.95 


CY-3704 CABINET,PICTURED, WITH 

™ REAR DOORS,FULL PULL OUT TABLE 

“4 TOP SEC. 19x! 1x21 mio. 19xl1x2t 

weg 24, BOT.19x24x24, 3 PANELS 4" 
| 7& 14, overRatt size 40x54x24§— 

| ALUMINUM.BX.wT:390Les N $126. 


RIGHT), 19" 
RACK MTG. TABLE OPENING 4 
18x19,TaABLE 10x20, LOWER PANEL i 
OPENING 2O0"HX2I"p. |0Q0Les. $50 


OTHER CABINETS AVAILABLE, WRITE. 


|ABLE TOP CABINET FOR |9™ PaNneL, 2Iwx|4Hx]5 
TAKES |2H PANEL,BLK. ST. NEW #URCI415 or 
SIZE: |4px22wx 62H ,PANELI4xI9 #MENIZI6 N. $20 
FLoor Type 37Hx2|wx|5D/ W/HINGED REAR DOOR 
NoT MAILABLE or UPS NEW RC3715 $30 


TRANSFORMERS 


300 y. 500 ma. |Sec: 175 vet 100 ma. 
SIZE Boer ae tere mi ot rcs 

3s. 5 Se MA. Ve MA. 

URCETI27J550-| $4.95 | gizes3xoexBhe 2 Ups, 
720660- >. 

Sec: 300 v. 300 ma. yee: pear 


ooh Sec: 60 voTl Aw 


SEC: 


ae} “95°88 

Sec: 126 v. 500 ma. Sa: 
PAN ceOMAYs SEC! 40 Vom IiAgies 

SIZE: O4xdgx323; 95 LBs. | size:3exldx2; 14 ces. 


URC#46070- | $4.95 | URCED6000 $2.95 
sie 200 We DOUn IMA 


SIZE: 3sx5Ex3s: 
URC#K50805549 | 


| z te. . 
"$5.95 | 


» GEXGEX4E: 
URC#702- 704-06 


2EXCey on LBs 
| 3.95 


PR1:200/220/240V .60HZ 
SEC: 1400 VCT 350 M 


$1ZE:52x52x6e3 
URC/es8566 SIME deoR i. 
279 
Gal TUTE I | er esaaye 
ry Ae e , 0 e | 
TaPpPED 760 v. 40 ma. ; 1 LOAV oemat es 


S1IZE:43x6Ex6; 18 Les.|6x63x7; 20 Les. 
URC/89G2660 = $9.95 | AVCOFH-9878 $18.95 


« 5 


GILBERT AMERICAN FLYER TOY TRANS- 
FORMER, Input: 120 VAC 60 Hz. 
Output: 7 To |8 votts AC. CoNn- 
TROL READS O To 120 mPH. WITH 
UT_BINDING 
Te Pee hes Siar ew eaten 


GILBERT #22034 Useo, $3.95 


MINIMUM ORDER $5.00 


